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10. (Continued)

that identify the jacks to which they are to be
connected. However, many tags and identification
numbers and letters on cables antt; plugs are worn
off or lost. When removing an unidentified cable,
it should be tagged to ensure proper reinstallation.

When removing and installing major units in an
avionics system with unidentified cables, they
should be tagged so as to ensure________________

of the cable or cables.

proper
reinstallation

11. The purpose of tagging unidentified cables when
removing a major unit is to

a.  ensure proper reinstallation.

b.  install new unlabeled parts from supply
correctly.

c.  ensure that they are not damaged,

d.  ensure that they are not lost.

la.

12.    The prevention of damage to equipment or injury
to personnel can be accomplished by observing all
safety precautions before and during the removal/
installation of major units in an airborne search
radar system.that a major unit is properly removed/
